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The published article titled “Safety and Efficacy of Biodegradable Patent Foramen Ovale Occluder in Patients with Migraine: A Clinical Trial”, has been retracted from journal Congenital Heart Disease, Vol. 18, No. 3, 2023, pp. 373–385.

DOI: 10.32604/chd.2023.028979

URL: https://www.techscience.com/chd/v18n3/53122/html

The authors declare that due to the following reasons, they have to retract the published article from Congenital Heart Disease:

The retraction has been agreed upon due to the re-assessment of RLS at six months being missing, which would induce significant bias to current conclusions. The authors have made great efforts to recover those data. However, they have yet to be available currently. It would be impossible to add those data in a short time. Current conclusions might mislead the audience, which was not the original purpose of publishing our paper. After careful consideration, the authors require to withdraw their paper.

The Editor-in-Chief of CHD has reviewed and agreed to retract this article from Congenital Heart Disease.
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